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Uttarakhand State Control Room COVID -19 


Integrated Disease Surveillance Programme 
Directorate of Medical Health and Family Welfare, Uttarakhand, Dehradun 
Health Bulletin — Update 
Status as on Date: 29-05-2020 


e Total number of COVID-19 Positive Cases : 716 





e Number of treated/recovered cases : 13* (Total discharge : 102) 
*Pauri- 02, U.S.Nagar- 02 & Nainital- 09 


e Total number of COVID-19 additional Positive cases detected after release of Health 
Bulletin (29.05.2020, 2:00 PM) : 114 


District wise Distribution of COVID-19 Positive Cases 
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02 — Patients admitted in AIIMS Rishikesh 
02 — Close contacts of earlier positive detected case 
01 — New Delhi 
17 
pemgeue 01 — Employee of a vendor in Sabji Mandi, Dehradun. 
(Detected positive from private lab) 
11-—NA 


02 — Mumbai 
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01 — Muradabad 
01 — New Delhi 
01 — Mumbai 

01 — Delhi 


fC Woridwar fk | Ot Mumbsh 
01 — Delhi 
01 — Mumbai 
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02 — Gurugram 
oe 80 — Gurugram & New Delhi (Travelled by train from 
Faridabad to Haldwani/Kathgodam) 


Udham Singh Nagar 01 — Pune (Maharashtra) 





